
I. U. Volt Ammeter 


A distinguishing, we might almost say exclusive 
feature of the 

HOYT Line of 

Ammeters «d Voltmeters 

is their extreme flexibility adapting them to prac¬ 
tically every use required in modern practice. 

Ask for Bulletin SW 

Hoyt Electrical Instrument Works 

PENACOOK, N. H. 











